Lady  Chapel 
Cathedral  of  All  Saints 


ALBANY,  N.  Y. 
lady  Chapel,  Cathedral  of  All  Saints 

The  Cathedral  of  All  Saints  is  the  first  great  Cath- 
edral of  the  Episcopal  Church  in  the  United  States. 
It  was  incorporated  in  1873  and  the  cornerstone 
was  laid  in  1884. 
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